IfJTSRTiK TETlNG SUS-TPH 


+«52 2745 5605 


CBSaaCJki gBOfiOCT AMD COMPAMY IDEHTIFZCATIOH 


PRODOCT NAME : LENS CLERNINS KIT TRADE KRl^ t NONE 

■ CLEANER FOBMEFIA : PROPIF.TREY 


STHONYMS 1 NONE SROOOCT TYPE 
BAglSSS* 




HEALTH 

FLAMMABILITY 

REACTIVITY 


mmUEACT^RES 

RIVORAN TRADING CO., LTD. 
9/F XINGJINIANG BUILDING 
491 LINGQIAO ROAD 
NINGBO, CHINA 
TEL ! (86-574) 8729-S64B 


•RATINgS RSY 
■0 = MINIMAl 

1 = SLIGHT 

2 - MODERATE 

3 - SERIOUS 

4 - SEVERS 


DISTRIBOTOR 

SAKAR INTERNATIONAL INC. 
195 CARTER DRIVE 
EDISON, NJ 00817 
USA 

TZL (732) 248-1306 K 20 


• SEE SECTION 16 TOR DESIGNATIONS OF ABBREVIATIONS USED IK THIS 
MSDS. . 


CCMPCSITlCM/mrORMATIOM OK IHOMTOISSTS 


EXPOSURE LIMITS 


ACGIH~TL^ 

400 ppm ■*»“ fr-, 

980 mg/m’ 980 rng/m 


400 ppro” 
980 mg/in’ 

AS DEFINED IN 29 CFR 1S10.1200 (OSKA HAZARD COMMUNICATION 
STANDARD) . 


lrl«rMkT«s6re Services Hong Kong Ltd 
i«Mtna<«tu»2iTsaHS ruoaciwieea wMencMB^twminisnLMti 
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Labtest 


KUM5EE: HJ00203570 

DATE: ' Jan 20, 2004 

3 . HA2ASDS 'ISENTlFICASXOH/lSfBBSEIIC? OVSKVIETf 

NON-FLAMMABLE THIS M-ATERJAL- WILL HOT BORN . 

ROUTES OF ENTRY : 

INHALATION-THIS MATERIAL CANNOT BE INHALED. 

IHOBSXIOH-MAY CAUSE NAUSEA AND VOMITING. 

SKIN CONTACT-NOT EXPECTED TO B£ HARMFUL . 

EYE CONTACT-MAY BE SLIGHTLY IRRITATING. 

CARCINOGENIC I lARO - NO, NTP - NO, OSHA - NO 


I 4. FIRST AID 

^ INGESTION - IF CONSCIOUS, DRINK LARGS AMOUNT OF HATER. NEVER 

GIVE WATER TO UNCONSCIOUS PERSON. DO NOT INDUCE VOMITING. 

. SKIN CONTACT •• NO FIRST AID PROCEDURES NEEDED. 

EYE CONTACT - RINSE EYES WITH COLD WATER. SEEK IMhiSDIATE MEDICAL 
HELP. . 


5 . FLRS-FISHTINS MEAS0S2S 

THIS MATERIAL MILL NOT BURN. 

ZXTISOUI3HINS MEDIA ! ANY' MATERIAL APPROPRIATE FOR SURROOKDING 
MEDIA. 

SraCIAL riRE-FIOHTIBO PROCEDURES OR SCUIEMSNT : HONE REQUIRED. 
HAZASSOrS CCMBUeTIOH PRODUCTS ! NONE KNOWN. 

UHUSDAL ITRB/E»tOSION HAZARDS NOSE KNOWN. 


S . ACCIDEHTAL RELEASE USASURES. 

MIX WITH ABSORBENT MATERIAL, SWEEP UP AND PLACE IN .APPROPRIATE 
CONTAINER. 


{ 7 . BAUDLINS AND BTOSA6E 

NO SPECIAL HANDLING PRECAOTIONS ARE REQUIRED FOR HANDLING THIS 
f DRIED MATERIAL. STORE PRODUCT AWAY FROM HEAT. 



IntertekTesUos Strvicet Hong Koog Lid 
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; Labtest 


! NDKSiBs HJ00203570 | 

; DATE^: ' Jan 20, 2004' 

i IS. SiOTIATORI INFOKKRTIOK ■ ; . 

' NOTE i THE REGULATORY INrORNAOION INCLUDED . HpRE- ' SHOULD NOT 
! NECESSARILY BE CONSIDERED ALL-INCLUSIVE, i 

NONE OF THE INGREDIENTS IN THIS PRODUCT IS 'SaBJECT TO. THE 
' REBORTING REQUIREMENTS OF THE COMPREHENSIVE ENVIRONMENTAL RESPONSE 

COMPENSATION LIABILITY ■ ACT AND THE STATE OF CALIFORNIA' S . SAFE 
I DRINKING HATER AND TOXIC ENFORCEMENT ACT OF 1S86 fPROPOSITIOI^ 65) . 

, THIS MATERIAL IS NOT FORMULATED WITH, NOR DO IKE pffiSUJ ACTURING OR 

FORMULATION PROCESSES UTILIZE ANY CLASS I CfR CLASS II OZONE 
; DEPLETING SUBSTANCES REGUIATED BY THE SPA UNDER iTKE CLEAN AIR ACT. 


; 1«. OTEBR IHFOBMATICN 

g DELETE AS APPROPRIATE 

' THE RECOMMENDATIONS AND INFORMATION CONTAINED TK THIS MSDS: HAVE 

: BEEN COMPILED FROM SOURCES BELIEVED TO REPRESENT THE • HOST 

• REASONABLE CURRENT OPINION ON THE SUBJECT WHEN THE KSD9 WAS 

i PREPARED. HOWEVER, NEITHER THE MANUFACTURER NOR: THE DISTRIBUTOR 

OF THIS MATERIAL PROVIDES ANY WARRANTY, GUARANTY OR REPRESENTATION 
AS TO THE CORRECTNESS OR SUFFICIENCY OF THIS INFORMATION. IF THIS 
PRODUCT IS TO BE USED IN LARGE AMOUNTS AND/OR AN. UNUSUAL MANNER, 

' THE. USER IS OBLIGATED TO DETERMINE HHAT SAFETY MEASURES ARE 

APPROPRIATE. INCLUDING THE APPLICABLE AMD RELEVANT WORKPLACE AND 
ENVIRONMENTAL REGULATIONS PERTAINING TO HANDLING, OSS' AND 
' DISPOSAL. ; 

# ABBREVIATIONS USED IN THIS MSDS NOT FULLY ^ DESCRIBED IN THE. 
I TEXT: ; • ' : 

. ACGIH = AMERICAN CONFERENCE OF GOVIRNWEMTAl INDUSTRIAL 

• HYGIENISTS ' 

I CFR - CODE OF FEDERAL REGULATIONS (US) 

! lARC - INTERNATIONAL AGENCY FOR RESEARCH OK CANCER i 

i NFPA “ NATIONAL FIRE PROTECTION ASSOCIATION (US). 

NPCA / HMIS - NATIONAL PAINT AND CO.ATINGS ASSOCIATION'S 
' HAZARDOUS MATERIALS INFORMATION 'SYSTEM (US) 

' KTP - NATIONAL TOXICOLOGY PROGRAM (US) • : ■ . 

OS.HA = OCCUPATIONAL SAFETY AND HEALTH ADMINISTRATION (USi 
PEL - PERMISSIBLE EXPOSURE LIMIT 
; TtV - THRESHOLD LIMIT VALUE : ■ 

US DOT - UNITED STATES DEPARTMENT OF TRANSPORTATION 

' 17. Center for poison control: call 1800-222-122? )■ 

DATE OF ISSUE JAN 16, 2004 • I | ’ 

I A # -a.' a ;. . 

imenekTcning ServicM Hong KOTg Ltd. PASZ * OF' 4 
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EXP0SU5CE COMTBOX/PERSC91AL PROTBCTIOH 
NONE REOUIRED. 

. PaZSlCAL A»D CBEM3C20. PROPSKTISS 


10 . STASILlTi AHD EEMTIVITT 

THIS MAIERIJU. IS STABLE AHD NOT REACTIVE. 


11. TOZXCOLOOICAL UT70RMAZIOS : 

ACT7TS TOSICITI : THIS MATERIM. IS NOT EXPECTED 
IRRITATING TO THE SKIN. Mi 
IRRITATING TO THE EYES. 

CHRONIC TOXICITY : NONE EXPECTED. 


12 . ECOLOeiCAI. INFORMATIOK . ; 

SMALL AMOUNTS Of THIS MATERIAL ABE NOT EXPECTED TO CAUSE ANY 
SIGN7PICAHT ADVERSE EPEECTS ON THE ENVIRONMENT. CCKPONENTS OF THIS 
MATERIAL ARE NOT BIOMAGNIflED OR BIOCOHCENIRATED IN : THE 
ENVIRONMENT. 


13. DISPOSAL CONSIDERATSOHS 


\TSR1AL MAY 3E SAFELY DISPOSED OF IN J 


. TRKHSPOBS INFORMATION 
THIS MATERIAL IS NOT REGULATED BY I 



iOO/iOO 'i 



